685 Farmington Avenue 
1920 


Dr. Allie Goodwin (1892-1970) & Marion Williams 
(1899-1995) 


Bungalow 


1985 Townwide Historic and Architectural Survey of Berlin, Connecticut. Survey # 028 


1925 AllieGoodwin current owners: Joseph, Laurence, Dawn, Eve Legenza 
Bungalow 
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Sketch 
1920 current owners: Robert & Christine Dombrowski sos 


Genealogy 


Allie Goodwin (1892-1970) was a physician. He was born in Bedford, Virginia, the son of Albert and 
Virginia Otey Goodwin. He married Marion Williams (1899-1995) in 1923 in Putnam, New York. Marion 
was born in Berlin, Connecticut, the daughter of Freeman & Hattie Patterson Williams. 


